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/\ERO Design Ltd. W 
W 
WORK ORDER 


WORKORDER 
2011-24 


Date opened: 
01 May 2011 


Project; 
DART Step Conversion Prototypes 
Type: 
Eurocopter AS350/355 Sériés 


Batch Quantity: 
10 Long DART Step Conversion Kits (82771-01) 


Approval: 
SH09-38 
Drawing List: 
DCL827-13 


Fabrication and Assemblv Drawinq(s) 
Description 


82780, Rev. G 
Bracket 
82781, Rev. G 
Cap 


Complété material tracking information on attached pages. 


Work Order pre-completion Inspection: 


Project is on Approval Limitation Record: 
Y i/ 
Document Control List revision level matches (or exceeds) STC: 
Y ^ 
Drawings revision levels match Document Control List: 
Y y/" 


Purchase order or Work order source is recorded for each part/ass'y: 
Y 
Tests and inspections specifically called out on drawings are complété: 
Y 
Release tags associated with ail fabricated parts are attached: 
Y 
Ail mounting hardware and supplies are included: 
Y 


List ail non-conformities raised: 


Inspegtdr Signature: 
Date: 


Approved Manufacturing Facility 73-04 
Process Control Form CCI 
10 May 2006 


AERO Design Ltd. 
WORK ORDER. 


Drawing: 
82780 Revision G, 82781 Revision G 
Assembly; 
8278G-G1 Bracket, 82781-G1 Cap 


Qtv Per 
Part # Description 
Material 
P.O./W.O. 
Checked 
10 
82780-01 
10 
82781-01 
30 
CR3212-04-04 


Bracket 
Cap 
CherryMax Rivet 


1x3 6061-T6 Aluminum Bar 
1x3 6061-T6 Aluminum Bar 
10075 
10075 
951207 ///077 


Processes 
Per 
Mat'Is Used 
Inspection 
Signature 


Final Inspection 
Drawing 82780, 82781 


Tag incomplète parts with Work Order # when stored between processes. 
Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Process Control Form 001 
10 May 2006 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7. Description 


Bracket 


8. Part Number 


82780-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to; 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~~T4a~-~QCAR 571.10 Maintenance Release 
^^ 


□ Other reguTifîOrnspecified in block_jL2---'''' 


Certifies that unlessottteAvtse-s^cified in bioclC-f5rlttework identified in 
block 1 land-desCfiBéd in block 12, has been performedTîTcofnplianœ with 
Jtre-eariaS/a^r) Aviation Régulations. 


13b. Signature^-) 
f Ul-l 


13c. Approved Organization Number 


AMF 73-04 


"~T4ti-Sigjia^e 
^ 
~T4t:r-Ap{îioved Organization_N«mtJëT^ 


13cF hlafne 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
12 May 2011 
~T4dr-Narne 
^——' 
"~î4BT-OateJdd/mmm/yyyy)^_^——^ 


installer Responsibllitles 
This certificate does not constitute auttiority to install. 


Installera working In accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7. Description 


Cap 


8. Part Number 


82781-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are m condition for safe opération 


□ 
Non approved design data specified in block 12. 


^T4Br-CL.^R 571.10 Maintenance Release 
□ Other regùiiîîiîTT-specifi^ in blockjL2--— 


Certifies that unlessotloeAvtsg'sp^ified in biocirTST-thework identified in 
block 1 lajTîUlesCnSéd in block 12, has been performedlfTcofFiplianœ with 
^DA-QSnadtian Aviation Régulations. 


13b..Sigrieture/') 
ù (Ih, 


13c. Approved Organization Number 


AMF 73-04 


i^tr-Slgna^e 
^ 
~T4crTApp£o^ OrganlzatioruNumtJSr' 


13çr iwirne 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
12 May 2011 
~T4d^Ala^Tle 
^ 
"~î4Br-0atê_{dd/mmm/yyyy) ,_^.— 


Installer Responsibllitles 


This certificate does not constitute authority to install . 


Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
, Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 
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4 
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1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracklng No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39^'' Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7. Description 


B 
racket 


8. Part Number 


82780-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies ttiat ttie items identified above were manufactured in 
conformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a^-~CL.^R 571.10 Maintenance Release 
^ 


n Other rejjîilîdn-spacified in block_12--— 


Certifies that unIessotbBAvtsS'specified irTbioclr+SrtbejA/o^ identified in 
block 11and-^iescri5ed In block 12, has been performedlrTcomplianc^Ith 
\iA-esfiaSian Aviation Régulations. 
—— 


13b. Signature ^ , 
Mai/ 


13c. Approved Organization Number 


AMF 73-04 


'~T4t7r-Si9nature 
^ 
"~T4cr-Approyed Organlzatio0_Numt3St^ 


13^TOme 
JemClarke 


13e. Date (dd/mmm/yyyy) 
05 Feb 2013 
~T4dT-Naiiie 
—" ~TTter-OateJdd/mmm/yyyy)__.._._-— 


Installer Responsibllities 


This certificate does not constitute auttiority to install. 
Instailers working in accordance with ttie national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from tfie country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


T. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


S.Form Tracking No. 


5. Work Order/Contract/invoice 


WO2011-24 


6. Item 
7. Description 


Step Cap 


8. Part Number 


82781-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


K 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specifled In block 12. 


lu 


M 


13b/S, 


Ij^tf^ame 
Jëff Clarke 


13c. Approved Organization Number 


AMF 73-04 


13e. Date (dd/mmm/yyyy) 
05 Feb 2013 


CAR 571.10 Maintenance Release 
□ Other regùîiîitïTT-soacified in block 


Certifies ttiat unlessottierwtsS'specified in blocir+Sr4tlS.,wor1r identified m 
block 11 aoîUlescrrEédin block 12, has been performSTîn»mûllance with 
adian Aviation Régulations 
ved Organizatio 


(dd/mmm/yyyy) 


Installer Responsibilitles 
Ttiis certificate does not constitute auttiority to install. 
Installers working in accordance with ttie national régulations of a country ottier than ttiat specifled in block 1 must ensure that their régulations recognize 
certifications from the country specifled. 


Statements in blocks 13a or 14a do not constitute installation certification, in ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 
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4 
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1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Fonn Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2011-24 


6. Item 
1. 
2. 


7. Description 
Cap 
Bracket 


8. Part Number 
82781-01 
82780-01 


9. Qty. 
1 


1 


10. Serial/Batch No. 


N/A 


11. StatusAAfork 


New 


12. Remarka 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for aafe opération. 


□ 
Non approved design data specified in block 12. 


~Titsr~CLCAR 571.10 Maintenance Release 
^ 
□ GtherrègùîifRm-spacifle^^nblock^ 


Certifies that uniessotliBA*tsS''spécified lnbio5R-15T4tltJ^ Identified In 
block 1 larid-descfiSedin block 12, bas been performedTtrt»mpllanc^lth 
a»-esTîadian Aviation Reguiations. 
" 
—— 
13b/Sig^yture/7 
, 
W r/l ■ 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-S4gûgture 
- 
"T^te-Apptoyed OrganizatjoDJsiamtiSr' 


13/ t^o 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
03 May 2013 


'~T4d7-Na[ne__^ 
^—" 
T4Br-Oatgj^/mmm/yyyy)^_,-.'- 


Installer Responsibllltles 


This certificate does not constitute authority to instaii. 
Instailers working in accordance with the nationai reguiations of a country other than that specified in biock 1 must ensure that their reguiations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute instailation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the appiicable national reguiations before the aircraft may be flown. 


1, Approving Civil Aviation Authority/Country 


Transport Canada 
2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4, Organization Name and Address 
AERO Design Ltd. - 2013 39'" Avenue NE, Calgary, Alberta, T2E 6R7 


6. Item 
7. Description 


Step Cap 


8. Part Number 


82781-01 


12. Remarks 


Left hand 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


S.Form Traoking No. 


5. Work Order/Contract/Invoice 


WO2011-24 


11. Status/Work 


New 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


□ 


Approved design data and are in condition for safe opération 


Non approved design data specified in block 12. 


icrmatur 


13cJr fdd/ne 
Jeff ularke 


13c. Approved Organization Number 


AMF 73-04 


13e. Date (dd/mmm/yyyy) 
19 Sep 2012 


CAR 571.10 Maintenance Release 
□ Ottier regùIiîîOn-specified in block 1 


Certifies that unle^_ol!ieAvtîrff^ecified in bioclr+2r-thework identified in 
ti'ock 11^_and.dest:fî5ecl in block 12, bas been perfornTedTrfoomoliance with 
adian Aviation Régulations 


ature 
oyed Organizatio 


gfdd/mmm/yyyy] 


This certificate does not constitute authority to install. 
Installer Responsibilitles 


rhrS'ry"fpS.7 
™ 
p„.p,. m 
cenificalion ,."eS in 
SSSs" béteS SfatoaVmïy'lïSr "" 


3 
<5 


1. Approving Civii Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4, Organizat 


AERO C 


on Name and Address 


esign Ltd. - 2013 39'" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7. Description 


Bracket 


8 Part Number 


82780-01 


9 Qty 


1 


10. Seriai/Batch No. 


N/A 


11. StatusAtVork 


New 


12 Remarks 


13a. Certifies that ttie items identified above were manufactured in 
conformity to: 
B 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"T^ar-^CL^AR 571.10 Maintenance Release 
^^— 
□ Other regùTàlîSri-specih^in block_J.2-.--— 


Certifies that unlessoUierwtsS'specified inb]oclr~1-2j-ilie_^rk identified in 
block UjnsLàescnSéd in block 12. bas been perforrriedlrTcompliance with 
OA-esnadian Aviation Régulations. 
13b. S/gba^fc 
13c. Approved Organization Number 


AMF 73-04 


""T^ttrr-Srgaati^e 
^^ "T^fcrTApp£g^ OrganizatiOD-NumtJSf 


Iffdf^ame 
jeff Clarke 
13e Date (dd/mmm/yyyy) 
19 Sep 2012 
~T4id—Natne 


installer Responsibllitles 
This certificate does not constitute authorlty to install . 
Installers working m accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recoqnize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


2 


1. Approving Civil Aviation Authority/Country 


Transport Canada 
^UTHORIZED RELBASE CERTIF|^TE 
^ 
FORM ONE 
^ 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7. Description 


Step Cap 


8. Part Number 


82781-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies ttiat the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


""Tîtar—CLCAR 571.10 Maintenance Release 
^^ 


□ Other regL^ifiOn-specified in blockjL2-—''''''' 


Certifies that unlessotherwise'specified in biocin^ritie^rk identified in 
block 1 lanfLdescfibéd in block 12, has been performedlrTcompliar^ with 
i!a»-QSfîadiar) Aviation Régulations. 
13b. Sigi^ur^^ 
uM ( 'fiA. . 


13c. Approved Organization Number 


AMF 73-04 


~T4tj:-S4gnati£e 
^ ' ~T4crAppioyed OrganizatiojiJslumtiSr' 


13d/NMe 
Jeff (jlarke 


13e. Date (dd/mmm/yyyy) 
08 Dec 2011 
T^Wr-Narne 
^—' ~T4B7-0atgMd/m mm/yyyy)__..--— 


Installer Responsibllltles 


This certificate does not constitute auttiority to install. 


Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicabie national régulations before the aircraft may be flown. 


'Jj 


VJ 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'*^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7. Description 


Bracket 


8. Part Number 


82780-01 


9. Qty. 


1 


10. Serlal/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


i3a. Certifies that ttie items identified above were manufaotured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~~T4ar--CIL_CAR 571.10 Maintenance Release 
^ 


□ Other reguiafiSn-spacified in blockjL2--— 


Certifies that unlessothefwise'spécified inblocirl-ïritie^rk identified in 
block 1 land-desCfîBedin block 12, has been performedTfrcompliance wIth 
itie-Safiadîan Aviation Reguiations. 
^ 
"Wi. 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-SigûaU^ 
^^ 
^ '~~î4crTApp£gyed OrganlzatjoaJsfumbST" 


13a ^me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
08 Dec 2011 


""T^cH-NatQe 
" ~T'4Br-Datê_Wd/mmm/yyyy1 __----'^ 


Installer Responsibilities 


Ttiis certificate does not constitute authority to Install. 
Installera working in accordance witti the national régulations of a country other tfian that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements In blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


, 1. Approving Civil Aviation Authority/Country 


Transport Canada 


i.' 
^UTHORIZED RELEASE CERTIF^TE 
^ 
FORM ONE 


3.Form Tracking No. 


' 
4. Organization Name and Address 
AERO Design Ltd. - 
2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


wo2oii-j|;0jf 


6. Item 
7. Description 


Step Cap 


8. Part Number 


82781-01 


9. Oty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


Left hand 


13a. Certifies ttiat the items identified above were manufactured in 
conformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


""T^ar-^DCAR 571.10 Maintenance Release 
^^ 


□ Other reguiifiOn-specified in blockjL2.— 


Certifies that uniessottierwise'specified in bioclri^rJhêwork identified in 
block 1 laruldescfiSed in block 12, has been performedTrTcornplianœ with 
JiM-&Snadian Aviation Régulations. 
~ 
13b. agnétOre/^ 
13c. Approved Organization Number 


AMF 73-04 


~~T4tJr-Si9aa^e 
^ 
~T4cr-Appj2yed OrganizahoruNwnijSf^ 


13d.jN^ 
Jeff Ciarke 


13e. Date (dd/mmm/yyyy) 
03 Nov 2011 
T^dr-Naoïe 
^ 
~~T4er-Oate_(dd/mmm/yyyy)^^-^^—' 


Installer Responsibilitles 
This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO2011-1^ If 


6. Item 
7. Description 


Bracket 


8. Part Number 


82780-01 


9. Qty. 


1 


10. Seriai/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies ttiat ttie items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified In block 12. 


~T^hsh—CLCAR 571.10 Maintenance Release 
^ ^ 


□ Other regùiàïîOiT-speQfied in biockjL2— 


Certifiesthatunlessottiefwise'specified inbîocR~t3T-tt:e^rkidentified in 
block 1 land-desCfïBedin block 12, has been performedlfTcemplianœ with 
ibe-Cafwd/an Aviation ReQuIations. 
— 
13b^Sigfyatufe~) 
ffCti. 


13c. Approved Organization Number 


AMF 73-04 


~T4t)r-Sign3t^e 
^ 
~T2te-Appi2^ Organizati0£i_N«mt3ër' 


13». I||lsme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
03 Nov 2011 
T^Wr-Natne 
-—' 
"~T4er-Datê_(dd/mmrti/yyyy1 
__.- 
^ 


Installer Responsibilities 
This certificate does not constitute auttiority to install. 
Instailers working in accordance with the national régulations of a country ottier tfian ttiat specified in block 1 must ensure ttiat ttieir régulations recognize 
certifications from ttie country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 
'.Transport Canada 
AUTHORIZED RELEASE CERTIFimTE 
FORM ONE 
^ 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7. Description 


Cap 


8. Part Number 


82781-01 


9, Qty 


1 


10 Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4b-~QCAR 571.10 Maintenance Release 
^ 
^ 


□ Other reguiàïîdrr-specihed in blockj.2-— 


Certifies that unlessotherwtse'specified in bIoclri-2r-tJjework identified in 
block 1 land-descfiSéd in block 12, has been performeTirTTwmpliance with 
tbs-eafïaS/an Aviation Régulations. 
13b. Sjgna^re /') „ 
uj 
. 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-Sigûa^e 
^— 
~T7tcr-App[owd OrganizatioflJilwfrrtiër' 


13d./lffe 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
11 May 2011 
~~T4d--Natne 
^— 
~~T4Br-Date_(dd/mmm/yyyy)^, 
^ 


Installer Responsibllltles 
This certificate does not constitute authority to install. 


Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTiFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7. Description 


Bracket 


8. Part Number 


82780-01 


9. Qty 


1 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the Items identified above were manufactured in 
conformity to: 


H 
Approved design data and are m condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


"T'^ha^-QCAR 571.10 Maintenance Release 
^ 


□ Other reguîifîOri-speçified in 


Certifies that unlessottjBrwtse'specified in blocir+ST-ttiewrk identified in 
biock 11anstdesCnBéd in biock 12, bas been performedTrTcompiiance with 
tbô-eafiad/an Aviation Régulations. 


13b. 
13c. Approved Organization Number 


AMF 73-04 


"~T4tn-Sr9nature 
^^ '~T^tcrApw2)^d OrganizationJstumbei^ 


13/ ^^me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
11 May 2011 
~T4dr-Nairie 
^ 
~~î2te-Date_(dd/m mm/yyyy1 _,-——' 


installer Responsibilities 
Ttils certificate does not constitute authority to Instaii . 


Instaliers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


"1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7, Description 


Cap 


8. Part Number 


82781-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies that the Items identified above were manufactured In 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


0^ta-r~CL_CAR 571.10 Maintenance Release 
^ ^ 
□ Other regùïifîbTr-specified in block_jL2^-— 


Certifies that uniessotfieAvtse'specified in bïoctr+2riiiework Identified in 
block 1 land-descfibéd m biock 12, has been performedTrTcomplianœ with 
JbB-eanadîan Aviation Régulations. 
lïP/J. 


13c, Approved Organization Number 


AMF 73-04 


~T4t}-S4gaatL^e 
^ 
~7^tc-App£o^ OrganizatioQjJwmtjgr' 


nd/Jdme 
JeffClarke 


13e. Date (dd/mmm/yyyy) 
01 June 2012 


~~T4dT-Wa£ne 
^ 
OTlBr-Datê_(dd/mmm/yyyy1 
__--— 


Installer Responsibilitles 


Ttils certificate does not constitute authority to install . 
Installers \A/orklng in accordance \with ttie national régulations of a country other than ttiat specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an Installation 
certification Issued In accordance with the applicable national régulations before the aircraft may be flown. 


vy 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FCRM CNE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WC2011-24 


6. Item 
7. Description 


Bracket 


8. Part Number 


82780-01 


9. Qty 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured In 
conformity to: 


H 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified In block 12. 


"T^a^^CUCAR 571.10 Maintenance Release 
^ 


□ Other reguliTityrr-spacified in 


Certifies that unlessotherwtse'specified iribio3r+STJbt.^rk Identified In 
block 11ajid,descrîBéd in block 12, has been performedlrTcomptignce with 
tbe-ea/lad/an Aviation Reguietions. 
"W¥J 


13c. Approved Organization Number 


AMF 73-04 


T4trr.Sigaature 
^ 
" ~T4zr-Apfl£oved Organlzatioa-NwTrtisr' 


laO^e 
JefT Clarke 


13e. Date (dd/mmm/yyyy) 
01 June 2012 
'~T4d--Narne 
" 
" 


Installer Responsibilitles 
This certificate does not constitute authority to install. 
Installers working In accordance with the national régulations of a country other than that specified in block 1 must ensure that theIr régulations recognize 
certifications from the country specified 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


Vi; 
e 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4, Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7. Description 


Bracket 


8, Part Number 


82780-01 


9. Qty, 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12, Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4aT-~CL__CAR 571.10 Maintenance Release 
^ 


□ Other regùîiïïbTT-speeified in blocl^2^-'''^^ 


Certifies that unless^tbBrvwsre^pécified iribioclri-ST-tfiej^rk identified in 
block llaniUtescfiBid in block 12, has been performed7rîT»mpliance vvith 
Jtis-earTad/an Aviation Requiations. 
—_ 


13b, Signatuca 
13c. Approved Organization Number 


AME 73-04 


~T4tr-Si9ûat^ 
TitcrTAppro^d OrganizatoflJiumtjgr' 


13^^ame 
Jerr Clarke 


13e. Date (dd/mmm/yyyy) 
30 Apr2012 


^Ptdr-Natne 
^ 
^~Tzte:-Oale_(dd/mmm/yyyy)_^_.-—— 


Installer Responsibilities 


This certificate does not constitute auttiority to install . 
Installera working in accordance \«ith the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 
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1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7. Description 


Cap 


8. Part Number 


82781-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^T4ch—-DCAR 571.10 Maintenance Release 
^^ 


□ Other regunSTiSiT-specified in blockji-.^ 


Certifies that unlessotloeAvtse^pécified inbîocR-t2T-tt:e_^rk identified in 
biock 11ancLdesCfîBédin block 12, has been performeTïrTcompliance with 
îbaSsfiadîan Aviation Régulations. 
■ — 
"WÛLi. 


13c. Approved Organization Number 


AMP 73-04 


T4tr-S4gnafure 
^ 
~T4crTApp£oyed OrganizatiooJslumtJëT' 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
30 Apr2012 
' 
' 


Installer Responslbllltles 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified In block 1 must ensure that theIr régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


KO 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/invoice 


WO2011-24 


6. Item 
7. Description 


Bracket 


8, Part Number 


82780-01 


9. Qty. 


6 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a, Certifies that ttie items identified above were manufactured in 
conformity to; 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T'4aT-~£IL_CAR 571.10 Maintenance Release 
^ 
□ Other reguiàfîîïn-spe^fi^ in biockJ2-— 


Certifies that unlessotliefwtse's^ified in bioar+Srihê^rk identified in 
block 1 l^nd-descriEéd in biock 12, has been performedlrTcomplia^ with 
Jha-esrïadîan Aviation Régulations. 


13b. Sjanatoff^ 
13c. Approved Organization Number 


AMF 73-04 


"~î4tyr-S49aati£e 
^ 
~T4crApp[0}^ OrganizatioflJiumtJSr' 


1 Zi.limme 
JétrClarke 


13e. Date (dd/mmm/yyyy) 
08 Dec 2011 
~T4er-Dalê_(dd/mmm/yyyyt 
___— 


Installer Responsibilitles 


This certificate does not constitute autfiority to instaii. 


Instailers working in accordance witti the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification, in ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39*^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-24 


6. Item 
7. Description 


Cap 


s. Part Number 


82781-01 


9. Qty. 


6 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^Î4a^--CIL^R 571.10 Maintenance Release 


□ Other regùiiïitm-specjfied in biockJ2-— 


Certifies that uniessot!ieAivts6"specified in bîocR-fZritlê^rk identified in 
biock 1 land-descfîBed in biock 12, has been perforrnedTiTcoffipIiance with 
Jbs-Sarîad/ar) Aviation Régulations. 
'M 


gnatu^"^ 
13c. Approved Organization Number 


AMF 73-04 


~T4bT-SignâÎ!£e 
— 
^ "~T4cr-Appi2^ OrganizatioûJsJumiasr' 
il 


tme 
Clarke 


13e. Date (dd/mmm/yyyy) 
08 Dec 2011 
~~T4dr-NaiT!e 
— 
"~î4erûalêj^/mmm/yyyy)___-— 


Installer Responsibilitles 


This certificate does not constitute authority to instaii. 
Instailers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


